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Notes: 

1. Adequate gain stability will be realized with this 
circuit only through use of a very stable constant 
current source. 

2. Inquiries concerning this innovation may be di- 
rected to: 

Technology Utilization Officer 
Marshall Space Flight Center 
Huntsville, Alabama 35812 
Reference: B67-10334 


Patent status: 

No patent action is contemplated by NASA. 

Source: Dynatronics, Inc. 
under contract to 
Marshall Space Flight Center 
(M-FS-916) 
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